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CONFIDENTIAL STATE 233828 

E.O. 11652: GDS 

TAGS: TECH, IAEA, IN 

SUBJECT: STORAGE OF SPENT TARAPUR FUEL 

REF: A) IAEA VIENNA 6770; B) IAEA VIENNA 6107 

1 . PREFRE RECEIVING POOL CLEARLY IS NOT REPEAT NOT PART 
OF TARAPUR ATOMIC POWER STATION ON BASIS EITHER ITS 
INTENDED FUNCTION OR ITS PHYSICAL RELATIONSHIP TO TAPS. 
CONSEQUENTLY, THE GOI IS REQUIRED OBTAIN USG AGREEMENT 
TO ANY TRANSFER OF SPENT TARAPUR FUEL TO PREFRE RECEIVING 
POOL, PURSUANT TO ARTICLE VI-B-3 OF U.S. INDIA AGREEMENT 
FOR COOPERATION, AND SETHNA RAY LETTER EXCHANGE OF 
SEPTEMBER 1974. UNDER SECTION 4 OF TRILATERAL, ONLY 
U.S. RIGHTS UNDER ARTICLE VI "TO IMPLEMENT THE SAFE- 
GUARDS PROVISIONS' ARE SUSPENDED. SINCE VI-B-3 IS NOT 
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REPEAT NOT A SAFEGUARDS" PROVISION, THE RIGHTS AFFECTED 
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BY THE TRILATERAL AGREEMENT DO NOT REPEAT NOT INCLUDE 
THOSE CONFERRED BY BILATERAL AGREEMENT ARTICLE VI B-3. 

2. WHILE WE BELIEVE IT NECESSARY TO ASSERT FOREGOING 
POSITION AT THIS TIME, WE ARE NOT REPEAT NOT TRYING 
TO BLOCK USE OF PREFRE RECEIVING POOL FOR STORAGE OF 
TAPS FUEL, AND WE ARE PREPARED TO CONSIDER AUTHORIZING 
TRANSFER OF FUEL FOR THAT PURPOSE PROVIDED ADEQUATE IAEA 

SAFEGUARDS ARRANGEMENTS CAN BE BROUGHT INTO FORCE THERE. 
IT MUST BE EMPHASIZED, HOWEVER, THAT A U.S. AUTHORIZATION 
OF SUCH A TRANSFER WOULD IN NO WAY REPRESENT A U.S. 

DECISION REGARDING THE JOINT DETERMINATION CONTEMPLATED 
BY U.S. -INDIA BILATERAL AGREEMENT ARTICLE II-E. WITHOUT 
A U.S. DECISION THAT SUCH DETERMINATION CAN BE MADE, FUEL 
MAY NOT REPEAT NOT BE REPROCESSED, AND FORM AND CONTENT 
OF IRRADIATED FUEL ELEMENTS MAY NOT REPEAT NOT BE 
ALTERED, REGARDLESS OF WHETHER U.S. CONSENTS TO STORAGE 
OF SPENT FUEL IN PREFRE RECEIVING POOL. 

3. MISSION/EMBASSY/CONGON REQUESTED ADVISE IAEA/GOI OF 
FOREGOING (PARAS 1 AND 2), INSOFAR AS CLARIFICATION OF 
THESE POINTS MAY APPEAR NECESSARY. 

4. IN CONNECTION WITH SAFEGUARDS AT RECEIVING POOL, REF 
A INDICATES THAT IAEA FEELS LIMITED BY BILATERAL ARTICLE 
VI-B-2. IT SHOULD BE EMPHASIZED THAT THIS SUBPARA 
CONCERNING RECORDS AND REPORTS SYSTEM IS ONLY ONE AMONG 
OTHER SAFEGUARDS PROVISIONS WHICH IAEA IS RESPONSIBLE 
FOR IMPLEMENTING. ARTICLE VI-B-4, CONCERNING ACCESS, IS 

AT LEAST EQUALLY IMPORTANT. CAMERAS AND OTHER 
SURVEILLANCE DEVICES ARE FORMS OF ACCESS; AND WE WOULD 
EXPECT IAEA TO CONSIDER USE OF SOME SUCH FORMS OF ACCESS 
ESSENTIAL AT ALL TIMES WHEN INSPECTORS ARE NOT TO BE 
PHYSICALLY PRESENT AT STORAGE POOL DURING PERIODS WHEN 
ANY U.S.-SUPPLIED MATERIAL WOULD BE IN POOL. ESPECIALLY 
IF, AS SUGGESTED REF A PARA 5 AND 6, GOI HAS INTIMATED 
THAT NOTHING MORE THAN RECORDS AND REPORTS IS WARRANTED 
BY THE BILATERAL AGREEMENT PROVISIONS WHICH IAEA HAS 
RIGHT AND OBLIGATION TO IMPLEMENT, IT WOULD SEEM IMPORTANT 
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FOR IAEA TO OBTAIN GOI AGREEMENT NOW TO IAEA USE OF 
WHATEVER FORMS OF ACCESS IT CONSIDERS NECESSARY (WHETHER 
AT POOL ALONE OR AT OTHER PARTS OF REPROCESSING FACILITY), 
RATHER THAN RELEGATE SETTLEMENT OF THESE "PRACTICAL 
ARRANGEMENTS, TO FUTURE DISCUSSIONS WITH PLANT OPERATORS. 

WE NOTE (REF B, PARA 4) THAT INDIANS WOULD PREFER NOT TO 
HAVE IAEA SURVEILLANCE EQUIPMENT AT PREFRE POOL BECAUSE 
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UNSAFEGUARDED FUEL MAY BE STORED THERE, BUT WE BELIEVE 
IAEA RESPONSIBILITY WITH RESPECT TO FUEL THAT IS SUBJECT 
TO SAFEGUARDS WARRANTS IAEA INSISTENCE. WE WOULD 
APPRECIATE ADVICE AS TO WHAT AGENCY DEEMS NECESSARY. 

5. MISSION REQUESTED DISCUSS WITH AGENCY POINTS RAISED 
FOREGOING PARA AND REPORT AGENCY COMMENTS ASAP. WE 
UNDERSTAND THAT PREFRE RECEIVING POOL IS ONLY STORAGE 
SPACE AVAILABLE FOR TARAPUR-I DISCHARGE NOW SCHEDULED 
FOR JANUARY 1977, AND THUS WE FEEL THIS ISSUE MUST 

BE RESOLVED IN EXPEDITIOUS MANNER. 

6. MISSION ALSO REQUESTED ASCERTAIN AND ADVISE PRESENT 
STATUS OF DEVELOPMENT OF SAFEGUARDS SUBSIDIARY ARRANGE- 
MENTS FOR REPROCESSING PLANT AS A WHOLE. ROBINSON 


CONFIDENTIAL 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STORAGE, WASTE DISPOSAL, AGREEMENTS, NUCLEAR FUELS, NUCLEAR REACTORS, NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 21 SEP 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: KelleyWO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE233828 
Document Source: CORE 
Document Unique ID: 00 

Drafter: ETMCFADDEN:GLS STATE:OES:DCOOPER 

Enclosure: n/a 
Executive Order: GS 
Errors: N/A 

Film Number: D760356-0728 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760936/aaaabeml.tel 

Line Count: 130 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: 76 IAEA VIENNA 6770, 76 IAEA VIENNA 6107 

Review Action: RELEASED, APPROVED 

Review Authority: KelleyWO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 23 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 MAR 2004 by ShawDG>; APPROVED <09 AUG 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STORAGE OF SPENT TARAPUR FUEL 
TAGS: TECH, IN, US, IAEA 
To: IAEA VIENNA NEW DELHI BOMBAY 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



